321

-9203030427 Requests that WCAP-13210, "Evaluation of Thermal Stratification for Co-
manche Peak.Unlt 2,Pressurizer Surge Line," be withheld from public disclosure per
10CFR2.790.                                                                                                                 F

DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-92-271. 92/02/14. MURLEYT Doc-
ument Control Branch (Document Control Desk). 11pp. 60856:306-60856:316.

-9203030429 WCAP-13217 Nonproprietary "Evaluation of Thermal Stratification for Co-
manche Peak.Unit 2,Pressurizer Surge Line."

VORA.V.V., WITT.FJ., PATEL.R.B. Westinghouse Electric Corp. TXX-92077 92/02/
29. 97pp. 60856:317-60857:147.

9203030451 Partial response to FOIA request for documents.Forwards app E docu-

890205). 91/08/19. WILLIAMS.O.G. JRA Associates. 9pp. 60810:198-60811:138.

-8910160184 Forwards SER re NRC review of generic program developed by Westin-
house to resolve Item C.2 of NRC Bulletin 88-002, "Rapidly Propagating Fatigue
Cracks in Steam Generator Tubes." Approach will guard against future failures.
RICHARDSON.J.E. Division of Engineering & Systems Technology (870411-890826).
IEB-88-002. 89/10/02. JOHNSON.WJ. Westinghouse Electric Corp. 32pp. 60811:100-
60811:131.

9203040104 Forwards nonproprietary Rev 1 to WCAP-12375 & proprietary Rev 1 to
WCAP-12374, "EAGLE-21 Microprocessor-Based Process Protection Sys." Rept pro-
vided to assist in review of design change from Foxboro Process Control Sys.Reot
withheld.

GARRITY.J.H. Tennessee Valley Authority. TAC M81063. 92/02/26. Document Con-
trol Branch (Document Control Desk). 2pp. 60876:169-60876:275.

-9203040108 Requests that Rev 1 to WCAP-12374, "EAGLE-21 Microprocessor-Based
Process Protection Sys," be withheld from public disclosure per 10CFR2.790(b)(4).
DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-92-251. 92/01/13. MURLEYJ. Doc-
ument Control Branch (Document Control Desk). 13pp. 60876:171-60876:183.

-9203040111 WCAP-12375 R01 Nonproprietary Rev 1 to "EAGLE-21 Microprocessor-
Based Process Protection Sys."

MORRIS.PJ., ERIN.LE. Westinghouse Electric Corp. 91/12/31. 100pp. 60876:184-
60876:275.

9203040141 Forwards nonproprietary Rev 2 to WCAP-12614 & proprietary Rev 2 to
WCAP-12613, "RTD Bypass Elimination Licensing Rept," Table 2.1-1 .Rept withheld.
WOODARD.J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch
(Document Control Desk). 1 p. 60851:030-60851:033.

-9203040151 Advises that Table 2.1-1 of Rev 2 to WCAP-12613, "RTD Bypass Elimina-
tion Licensing Rept for JM Farley Nuclear Plant.Units 1 & 2," can be released to
public.Identifies proprietary info of subj rept.

DIPIAZZA.R.P. Westinghouse Electric Corp. 92/02/22. SIEMIEN.M.P. Office of the
General Counsel (Post 860701). 1 p. 60851:031 -60851:031.

-9203040155 WCAP-12614 R02 Nonproprietary Rev 2 to "RTD Bypass Elimination for
Licensing Rept for JM Farley Nuclear Plant.Units 1 & 2," Table 2.1-1 (Replacement
Page 15).

* Westinghouse Electric Corp. 92/02/28. 2pp. 60851:032-60851:033.

9203050094 Forwards proprietary Suppl 1-P to Topical Rept CENPD-382-P, "Methodol-
ogy for Core Designs Containing Erbium Burnable Absorbers" for review & accept-
ance for referencing in licensing actions.Rept withheld (ref 10CFR2.790).
TOELLE.S.A. Combustion Engineering, Inc. TOELLE.S.A. ASEA Brown Boveri, Inc.
LD-92-032. 92/02/25. Document Control Branch (Document Control Desk). 7pp.
60827:001-60827:007.

9203050188 Forwards SE of topical rept OPPD-NA-8301,rev 4, "Reload Core Analysis
Methodology Overview." Proposed changes acceptable.

WIGGINTON.D.L. Project Directorate IV-1. TAG M80437. 92/03/02. GATES.G,
Omaha Public Power District. 3pp. 60808:113-60808:118.

-9203050203 Safety evaluation of topical rept OPPD-NA-8301 ,rev 4, "Reload Core
Analysis Methodology Overview." Proposed changes acceptable.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). GL-88-16. 92/03/02.
3pp. 60808:116-60808:118.

9203050194 Forwards rev 3 to topical rept OPPD-NA-8303, "Reload Core Analysis
Methodology Transient & Accident Methods & Verification." NRC finds changes ac-
ceptable.

WIGGINTON.D.L. Project Directorate IV-1. TAC M80436. 92/03/02. GATES.W.G.
Omaha Public Power District. 3pp. 60811:153-60811:158.

-9203050197 Safety evaluation denying use of CENTS computer code for transient
analyses & approving rev 3 of OPPD-NA-8303.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 3pp.
60811:156-60811:158.

9203060053 Requests exemption from full cost recovery of Westinghouse Owners
Group topical rept review costs & return to providing fixed fee ceiling for review of
topical repts.

WALSH.LA. Westinghouse Operating Plants Owners Group. OG-92-13. 92/02/27.
DANDOIS.D.B. License Fee & Debt Collection Branch (Post 890827). 2pp. 60867:016-
60867:017.

9203060168 Forwards info in response to 920203 request for info for SCDAP/RELAP
code mods.W/13 oversize drawings.lnfo,including drawings withheld (ref
10CFR9.17(a)(4)).

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3670. 92/02/28. MURLEY.T.
Document Control Branch (Document Control Desk). 2pp. 60912:320-60912:331.

-9203060172 Requests that info submitted in response to 920203 request for info for
SCDAP/RELAP code mods be withheld (ref 10CFR 2.790).

DIPIAZZA.R.P. Westinghouse Electric Corp. AW-920279. 92/02/28. MURLEYJ. Doc-
ument Control Branch (Document Control Desk). 10pp. 60912:322-60912:331.

9203090156 Forwards SE re topical rept WCAP-12996, "Augmentation Factor Elimina-
tion for Westinghouse Fuel in Fort Calhoun." Rept acceptable.
WIGGINTON.D.L Project Directorate IV-1. TAC M81272. 92/03/04. GATES.W.G.
Omaha Public Power District. 3pp. 60839:234-60839:238.

-9203090162 Safety evaluation accepting topical rept WCAP-12996, "Augmentation
Factor Elimination for Westinghouse Fuel in Fort Calhoun."

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 2pp.
60839:237-60839:238.

9203090346 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, changing
TS re LOCA linear heat rate limit. "MK-B9 Spectrum LOCA LHR Limit Analyses for
177-Fuel Assembly Lowered Loop Plants" encl.Rept withheld.
HAMPTON.J.W. Duke Power Co. 92/03/03. Document Control Branch (Document
Control Desk). 3pp. 60882:212-60882:224.

9203090392 Responds to NRC inquiries re specific ATWS analyses. Initial analyses pro-
vided to NRC in Topical Repts BAW-10099 & BAW-1610.Generic analyses used auxil-
iary feedwater flow rate of 780 gpm per pump.

FISICARO.J.J. Entergy Operations, Inc. 1CAN039201. 92/03/03. Document Control
Branch (Document Control Desk). 3pp. 60882:347-60882:349.

9203110185 Forwards SE accepting topical rept WCAP-12977, "Westinghouse Reload
Fuel Mechanical Design Evaluation for Fort Calhoun Station Unit I."
WIGGINTON.D.L Project Directorate  IV-1. TAC M80435. 92/03/04. GATES.W.G.
Omaha Public Power District. 3pp. 60875:193-60875:198.

-9203110192 Safety evaluation accepting Westinghouse fuel mechanical design for fa-
cility in stated topical rept.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 3pp.
60875:196-60875:198.

9203110319 Forwards GE proprietary rept NEDC-31753P, "BWROG In-Service Relief
Tech Spec Rev Licensing Topical Rept," dtd Feb 1990. Rept withheld.W/o encl.
BINZ.R.D. BWR Owners Group. BWROC-92023. 92/03/05. RAZZAQUE.M. Reactor
Systems Branch. 1p. 60897:276-60897:276.

9203110371 Forwards response to request for addl info re Topical Rept WPPSS FTS-
129, "BWR Transient Analysis Model." per 910813 telcon.

SORENSEN.G.C. Washington Public Power Supply System. TAC M77048. 92/03/05.
Document Control Branch (Document Control Desk). 86pp. 60898:001-60898:086.

9203110381 Forwards rept entitled, "Approach to Analysis of Operator Actions in PRA"
& EPRI NP-7183-SL, "SHARP1 - Revised Systematic Human Action Reliability Proce-
dure." EPRI NP-7183-SL withheld (ref 10CFR2.790(a)(4)).

BOCKHOLD.G. Electric Power Research Institute. 92/03/02. WILSON.J. NRC - No
Detailed Affiliation Given. 1p. 60946:219-60947:009.

-9203110389 Requests that Interim Rept EPRI NP-7183-SL. "SHARP1 - Revised Sys-
tematic Human Action Reliability Procedure" be withheld (ref 10CFR2.790(a)(4)).
MACCOUN.J.W. Electric Power Research Institute. 92/02/24. WILSON.J. Office of
Nuclear Reactor Regulation, Director (Post 870411). 3pp. 60946:220-60946:222.

-9203110395 "Approach to Analysis of Operator Actions in PRA."
PARRY.G.W. Halliburton Co. SPURGIN.A.J. Accident Prevention Group. BEARE.A.
General Physics Corp. 91/11 /30. 100pp. 60946:223-60947:009.

9203120218 Notification of 920319 meeting w/Westinghouse in Rockville, MD to dis-
cuss owners group activities.

PERCH.R. Division of Systems Technology (Post 890827). 92/03/05. THADANI,A. Di-
vision of Systems Technology (Post 890827). 5pp. 60895:032-60895:036.

9203130199 Undated Itr forwarding overheads to be presented at NRC 920311 Com-
missioners meeting re Westinghouse AP600 test & analyses program.
LIPARULO.N.J. Westinghouse Electric Corp. ET-NSRA-RNLC-08. 92/03/13. Docu-
ment Control Branch (Document Control Desk). 15pp. 60919:253-60919:267.

9203160168 Forwards BWROG assessment of 910813 event at Nine Mile Point Unit
2,in ref to NEDO-31558, "Position on NRC Reg Guide 1.97,Rev 3,Requirements for
Post-Accident Neutron Monitoring Sys," Mar 1988,per issuance of Generic Ltr 82-33.
BINZ.R.D. BWR Owners Group. GL-82-33. 92/03/03. THADANI.A.C. Division of Sys-
tems Technology (Post 890827). 5pp. 60968:229-60968:233.

9203160176 Forwards affidavit supporting proprietary classification of B&W Document
86-1202153-00, "MK-B9 Spectrum LOCA LHR Limit Analyses for 177-Fuel Assembly
Lowered Loop Plants." Document should be withheld (ref 10CFR2.790).
TAYLOR.J.H. Babcock & Wilcox Co. JHT/92-52. 92/03/10. Document Control Branch
(Document Control Desk), 7pp. 60968:222-60968:228.

9203160184 Informs that substantive progress being made,in ref to 920115 Itr providing
statement describing criteria & mgt implementation procedures for evaluation & report-
ing of loss of criticauty safety controls.NRC Bulletin 91-001.

KOGA.R.H. Westinghouse Electric Corp. IEB-91-001. 92/03/06. Document Control
Branch (Document Control Desk). 1 p. 60968:221-60968:221.

9203170090 Forwards "Proposed Cooperative NRC/Westinghouse AP600 Integral Sys
Testing Program." Proposed program withheld (ref 10CFR9.17(a)(4)).
CASO.C.L. Westinghouse  Electric Corp. NATD-CLC-92-65. 92/03/09. MURLEYJ.
Document Control Branch (Document Control Desk). 1p. 60985:267-60985:276.

-9203170102 Requests that "Proposed Cooperative NRC/Westinghouse AP600 Inte-
gral Sys Testing Program" be withheld (ref 10CFR2.790).

LIPARULO.NJ. Westinghouse Electric Corp. AW-92-283. 92/03/09. MURLEYJ. Doc-
ument Control Branch (Document Control Desk). 9pp. 60985:268-60985:276.

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear
Plant.Forwards App A documents which are being made available in PDR.
PHILIPS.J.D. Division of Freedom of Information  & Publications Services (Post
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292.

-9203270024 Forwards GE 720510 Itr furnishing summarized conclusions & recommen-
dations re results of insps of safety valves removed from plant.
SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/05/19. SIESS.C.P.
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:160-61215:161.

9203180371 Responds to 911213 request to withhold Westinghouse rept, "EAGLE-21
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Micro-Processor Based Process Protection Sys," WCAP-12374 dtd Sept 1989 from
public disclosure.Proprietary version submitted will be withheld per 10CFR2.790(b)(5).
HICKMAN.J.B. Project Directorate III-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60997:304-60997:309.e Secretary of the
